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Testa on th* radio boat, the JUANITA, are now under my* 

Dm ( Meldi teeta were m tU lbat o inr, «b were ground mm testa 
at 55 ad lee* However. during the f&ret three alette the signals 
were not heard at a di a ta n ae eg aOMB ntlae. Die CUM 
attribute# this to extremely heavy interference over the entire 
radio band* 
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